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FRANKLIN PORTABLE CRANES AND HOISTS 


Nos. A, 2A, B, C, D, E AND F 


NOS. 1A, 3A, 3B, 3C, 3D AND 3E 


Fig. 26598A Fig. 26598B 

The Franklin Portable Crane and Hoist is designed for use in shops, factories, and 
all places where it is necessary to lift heavy bodies, or to transfer them from place to 
place and this with the least expenditure of time and labor and with safety. 

The many uses for the Portable Crane and Hoist are obvious. One man alone, with 
its help, can lift a large casting or any piece weighing up to two tons, and convey it to 
any part of the works and place it in or on a machine, or deposit it as may be required. 
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Pounds 

Each 

A 

m 

78 

64 

32 

24 3^ 

38 

12 


28X 

665 

100.00 

1A 

i a 

78 

64 

32 

25 

38 

ion 

m 

28X 

660 * 

100.00 

2A 

2 

90 

75 

35 

27^ 

41 

12 


SIX 

800 

112.50 

3A 

2 

90 

75 

34 

27 

41 

ioy 

"eH 

SIX 

785 

112.50 

B 

2 

100 

87 

38 

301^ 

47 

12 

32y 

1000 

125.00 

3B 

2 n 

100 

87 

3 sy 2 

31 

47 

10 H 

'ex 

32^ 

1000 

125.00 

C 

3 

113 

100 

soy 2 

43 

47 

12 


35 

1240 

150.00 

3C 

3 

113 

100 

50 

42 

49 

12 

y 

35 

1240 

150.00 

D 

3 

114 y 2 

98 

54 J* 

47J 4 

59 

12 

.... 

47 

1300 

175.00 

3D 

3 

iuy 2 

98 

55 

48 

59 

12 

7 

47 

1300 

175.00 

E 

3 

136 

120 

55 

48 

59 

12 

• • • • 

47 

1500 

175.00 

3E 

3 

136 

120 

55 

48 

59 

12 

7 

47 

1500 

175.00 

F 

3 

154 

138 

59 

52 

61 

12 


49 

1940 

200.00 


Sizes A, 2A, B, C, D, E and F, have standard base sizes, 1A, 3A, 3B, 3C, 3D and 3E 
have low down base. 
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